Blessed  Sacrament  Altar.  The  Good  bhepherd  or 
Blessed  Sacrament  Altar  in  the  North  Apse  of  the 
Crypt  Church  of  the  Nalional  Shrine  of  the  Immacu- 
late Conception,  Washington,  D.  C. 


